| The kiln itself was dug deep into the side of Memorial Hill so as to use the dirt as 
' insulation. The operation employed a number of men, some to cut wood to keep the 
fire going, some to mine the limestone, some to haul it, others to haul the finished 
product both far and near. The operation was run by a William Van Wagoner, 
known locally as ‘‘Lime Kiln Bill’. 
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